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TASINOVSEL®, 11.A.,professor, sagluzhennyy deyatel' nauki; BOYKU, G.F., 


kandidns mediteioskikh nauk ;<4YZBNBER? A.A. redaktor; GITSHPEYH, 
A.D., tiskhnicheskly redaktor — 


Carine lesions in rheumatic fever; uccording to electrocardio- 
past data) Ismenpniia serdtea pri revnatisne ; po 6lektrokardio- 
tie ephemete dannym. Kiev, Gos. med. ‘.sd-vo USSR, 1956. 
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\AYEHNBERG, Ashe, prof. (Kiyev) 
His ORES Of Dag 

Discussion on the interrelation of she vartous forms of endo- 

cardj.tis. Vrach.delo no.12:1233-1237 D '56, (MIRA 12:10) 


1. Ubrainskiy nanchno-issledovatel'nkiy institut klinicheskoy 
neditsiny in, aknd.N.D.Strazhesio i fakul'tetslaya terapevtiche- 
sknya. klinika Kiyavskogo meditsinskuo instituta, 

(RNDOCARDITI:S) 
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__AVZENBERG, A.A., prof.; BRRDAKINA, Ye.A. 


Oo nee, 


Globulin fractions of blood serun in various forms of endocar~ 
ditis and in ciraulatory insufficiency. Mat, po obm.nauchn, 
inform. no.2:5-9 '58. (MIRA 13:6) 


1, Iz otdela funkteional'noy diagnontili (sav, ~ prof, Aysen- 
verge) Ukrainskogo nauchno-issledivatel 'skogo inetituta klini- 
cheskoy meditsiny, Kiyev. 

(GAMMA GLOBULIN) (ENDOCARDITI!}) (BLOOD--CIRCULATION, DISORDERS OF) 
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AYZLNBEIG, A.A., prof,; LESHCHINSKAYA, Ya.f., kand.med.nauks POVOLOISKAIA, 
G.M., kand.med.nauks BERDAKINA, Ye,A,, navchnyy sotrudnik 


Some problems in the pathogenesis end clinical characteristics of 
rheumatic lesions in the cardiovascular system. Vrach. delo no,12: 
48-54 D '6). (MIHA 1531) 


1, Ukrainskiy nauchno-issledovatel' skiy institut klinicheskoy 
meditsiny im. akad, N.D,Strazhesko.. 
(CARDIOVASCULAR SYSTEM.DISEASES ) 
(RHEUMATIC HEAIT DISEASE) 
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AYZKNBERG, A.I., SHIKHEL'MAN, Kh]. 
or OE sum 
Manufacturing and checking the precision of indicating screws psasq in 
neatturing instruments. Stan.i instr, 28 no.4:13-16 Ap '57, 
(MLRA 10:5) 
(Screw-cutting macaines) 
(Measuring instrumsnts) 
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Checking trapezoid screw threads. Kashinostroitel! no.8:23 Ag '60, 
(MIRA 13:9) 


(Screw cutting) 
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Stand und field testing of the cable drive of a frontal 
frame dogging carriage. Trudy VSNIPILesdrev NO.9%22=26 '64, 
(MIRA 18311) 
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AYZENBERG, A.I.; KOPYTOV, Yu.A., star 
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AYZENHERG, A.N.; KHAINOV, N.B., red.y MIKHAYIAV, N.L., tektmvred. 


(Subject index of articles published-in the journsd 
"Matematika v shkole™ in the period 1937 ~ 1963] Tematiche- 
skii ukazatel' statei, pomeshchennykt. v zhurnale "Matematika 
v shkole" za period s 1937 goda do 1°63 goda. Izti.2., ispr. 
i dop. Dushanbe, Dushanbinskii gos. pedagog. in—-t. im, T.G. 
Shevchenko, 1963. 159 Pe (MIRA 17:3) 
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TITLE: Effect of random errors: onthe gain of an inutomatirally phased [sectioned 
parabolic] antenna eee ; 


SOURCES | 


[VUZ, Redbocetlintka, vi 9, no. 1, 1966, 105-113 
TOPIC TAGS: antenan, parabolic antenna, antenna gain 


ABSTRACT: Limiting factors of weight deformity, wind loading, etc. on the maximum 
size of parabolic antennas have stimulated studies on dividing the dish ee, 
Synchronized system of indlvidual parabolic sectioris (autophased_ antenna) Gite 
author compares the single paraboloid and autophase’ constructions in terms of the 
allowable gain loss due to the summary effect of raindom errors, such as surface 
roughness, Nonparabalicity, etc. He asserts that, although smaller parabolic sec-~ 
tions would suffer the same type of tolerance problems as a larga dish, it can wtill 
be cheaper’ to attain a given degree of accuracy with them, even including the added 
cost of the automatic control system, than to build one paraboloid of the same i 
aperture arta. Put: another way, for a given outlay on antenna construction, an auto-~ ! 
phased array can heve an aperture several times that of the singl: paraboloid, at the = 


; UDG: 621, 3%5,67.012.12 
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12(2) S0V/113-59-2-6/19 

AUTHORS: yzenberg, A.S., Markova, I.V., Candidate of Technical 
Sciences, Bung Ch'eng-yi 

TITLE: The Determination of the Optimum Pinning of Air-Cooled 


Engine Cylinders 
PERIODICAL: Avtomobil'naya promyshlennost', 1959, Nr 4, pp 11-14 (USSR) 


ABSTRACT; The authors state that the amount of power required for driv- 
ing the fan of a forced air-cooling system is an important 
factor and that the fins rust have such a geometrical confi 
gusation that they provide an optimum cooling effect. The 
authors present formulas and graphs for calculating the finn- 
ing of air-cooled engines, There are 1 diagram, © graphs and 
6 Soviet references, 2 of which are Soviet. 


vs. ASSOCIGTION: NAMI 
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ELIVSHTEYN, M.N.; BORICHEVA, V.N.3-Prinimali uchastiyes ALEKSEYEVA, A.N.; 
GEEBENNIKOVA, Z. Ye.; PETROVA, Ye.V.; ZADVORNOVA, Ye.G.3 AYZENBERG, A, 8.5 
YK VLEVA, v. Ss. 


Zcnal charges in the properties of’ magnesite bricks after service 
in, the crcwn of open hearth furnaces, Ogneupory 28 no.92413-418 
63, (MIRA 16:20) 


1. ‘Isesoyuznyy institut ogneuporov. 
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wATABGRRGesRvds, inshener, redaktor; SHEYNMAII, I.B., inzhener, redaktor; 
TOANHISYANTS, M.Ya., inzhener, redakiior; GLADKOY, K.HM., redaktor; 


MODKL', B.I., tekhnicheskiy redaktor 


fAnaaval for designers of machine construction plants] Spravochnik 
preosktanta mashinostroitel'nykh savidov. Sost. pod rukovodstvom 
B.l.Aizenberg. Moskva, Gos. nauochno-tekhn. izd-vo mashinostroit,. 
lit-ry. Vol.3}. [The designing of var‘ous industrial and auriliary 
sien Proektirovanie ragnykh proisvedstvennykh 1 vapomogate)! nykh 
taekicv. 1946. 307 p. (MIRA 9:9) 


1. Moecow. GQosudaratvennyy institut po proyektirovaniyu mashino- 
stroltel'nykh savodov. 
(Mach lnery--Design--Handbooks, manuals, etc.) 
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AYZUNBERG, B, Tes inzhener. 
71s POU NPAC 
The al autemebile plant. Vest.mash.27 ne.2:62-67 '47, 
(Branfienburg-~Autemebile industries) (MLRA 9:4) 
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AYZUME Be pccaeaes KOL'DERTSEV, M.S., rod; SATANOVSKIY, L.G., red.; 
ee TANOVSEET: S.u., reds; PROOVA, {i.4., tekhn.rod,. 


(Col:.ected works of the All-Union Suientific Technical Conference 
on Standardization of Machine Manufacturing Plants held in Moscow 
from June 27 to 29, 1956] Sbornik trudov Vsesoynznogo nauchno= 
tekhuicheskogo soveshchaniya po voprosam tipizatsii v prooktirovanii 
mash‘.nostroitel'nykh zavodov, prokhsdivshego v g, Moskve s 27 po 

29 iiunya 1956 2. Moskve, Nauchno-t3khn. ob-vo mishinostroit. 
prom‘shle, 1957. 253 De (MIRA 11:3) 


1, Vuesoyurnoye nauchno=tekhnicheskoye soveshchaniye po voprosam 
tipinateii v proyektirovanii mashinostroitel'nykh zavodov. Moscow, 
1956, 


(Fectories-~Design and construction--Standards) 
(Machinery industry) 
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KOZIOV, V.A., inghaner, ; AYZENBERG , Bal,, kandidat tekianicheskikh nauk,; 
BIBOVICH, L,I, , Inshener, ; ZAKHARZHEYSKAYA, Ye,G,, inghener.; 
BARANOV, B.N., inshener. 


Urgent problems in the theory of urban networks, Blektrichestvo 
no. 3277-80 Mr '57, (MLR 10:4) 


1, Leningradskaya kabel'naya set! (for Kozlov). 2. Leningradskly 
inshenerno-ekonomicheskiy institut im, Molotova (for Ayszenberg). 
3. Usbekenergo (for Bobovich, Zatharshevskaya), 4, Moskovakaya 
kabel'naya set* (for Baranov), 

(Blectric networks ) 
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_Ayzenberg, B.I., Engineer, B.M, Kleymenov, Engirser, 8.K. Mamontov, Engineer, 
BAM. Weyi'man, Sngineer, Ya. &. Mindlin, Engirmer, A.M. Palant » Engineer, and 
Ye. S. Yampol'stiy, Engineer 


Proyektircvaniye mashinostroitel'nykh zavodov;  8Fravochnoye posoblye po organizatsii 
1 metodike proyektirovaniya (Planning of Machie-Builiding Plants; Reference Book 
om the Organization and Methods of Planning) loscow, Mashgiz » 1960. 379 pe 
Errata slip inserted. 13,000 copies printed. 


‘Ede: Boy Ayzenbe:rs;, Engineer; Reviewer: I.8. Zotiv, Engineer; Ed. of Publishing 
House: V.I. Yal«vleva; Managing Ed. for Informition Literature; I.M. 
Monestyrskiy, Nrgineer; Tech. Eds: ZI. Chernsva. 


PURPOSE: This bock is intended for engineers ari technicians engaged in planning 
machire-building: plants. 


COVERAGE: The authors discuss problems in the orjanization of Planning machine — 
building plante. Included is’ information -# the makeup of planning organiza- 
tions, development of clocumentation, selection of construction site, investi- 

. Bations of plants to be reconstructed, Preparition of :planning, examination and 
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Some problems in standardizing machinery manufacturing entor=- 
prises with overhead conveying systems. Prom.stroi. 38 
no.3:31-33 ‘60. (MIRA 13:6) 


1. Gosudarstvennyy institut po proyektirovaniyu. zavodov 
avtomobil'noy promyshlennosti. 
(Machinery industry) 
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RAZYGRAYEY, Aleksandr Matveyevich; KRIVSHIN, A.P., kaml, tekhn. nauk, 
nysenzent;.AYZENBERG, Bal., inzh., retsenzent; CHUGAKOV, K.P., 
kid, tekhn, nauk, nauchnyy red.s GOKDEYEV, P.ji., red. izd-vay 
OTNKO, LMey tekbn, red, ; 


(Repair of building machinery and equipuent] Remont stroitel'nykh 

mithin 1 oborudovaniia, Moskva, ios, izd-vo lit-ry po stroit., 

arkhit. i stroit. materialam, 1961. 295 p. (MIRA 14:11) 
(Bui! “tng machinery—Maintenaice and repair) 
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REYNVAL'D, 9,A. [Reinvald-, 0.], insh.; AYGENEGNG, Bal., doktor tekbn.nauks 
TRECIIGH, YeeD., Kand. tekhn.nauk 


Operution of closed-loop electrics] networks, Eluk. Sta, 36 
no.8:67=74 Ag '65, (MIRA 18:8) 


1. (wrelektroset' Rigi (for Reyrval'd). 2, Jeningradskiy inzhenerio- 
ekonomicheskiy institut imeni Pal'miro Telfyatt’ (for Ayzenberg, 
Treyvish). 
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FEDOSENKO, Ft.Ya., kand, tekhn, nauk (Moskva); REYNVALD, ().A, [Reinvalds, 0.) 
(Riya); GMEVKO, D.G., inzh, (Minsk); ZAROZHNYY, A.M., inzh. (Minsk); 
VOY'IKO, A.M., inzh, (Minsk); 
AYZENBERG, B.L., doktor tekhn 


Protection of closed-loop networks, 


83-£9 F '65, 
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AYZENBERG, iE Le} BENKHMAN, Ye,I,; DMITRIYEV, V.M.; KLEBAMOY, L.D.; SHAROVA, L.I, 
Unit norms of electric power spent on communal ard overyday 
requirements of the population and unit loads in the future 
a to districts in the U.S.S,.R. Trudy LIEI no.51:9--52 

"64, (MIRA 18:22) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


"APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8 


_ AYZENBERG, B.L., doktor tekhn, nauk, prof. 


noe concerning the use of closed-loop networks in the 
electric power supply of industrial enterprises, Elektrichestvo 
no.12:83 D '64 (MIRA 18:12) 
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AYZIENBERG, }}.L., doktor tekhn, nauk; DMITRIYEV, V.M., kand. tekhn, nauk; 
KIEHANOV, L.D., kand, tekhn. miuk; SHAROVA, L,I., inzh.; 
BEFLHMAN, Ye,I,, kand, ekonom, nauc 


Teclmical and economic premises in the selection of the form 
of energy for consumer needs in cities in the U.S.S.R. 
Elehtrichestvo no.11:71-75 N '65, (MIRA 18:11) 


1, Jeningradskiy inshenerno-okonomlicheskiy institut iment 
P, Yol'yatti (for all except Borkhnnan), 2. Lengiproinzhproyokt 
(feo Berkhnan). 
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Modernized Interchangeable Fuses of Mish Breaking 
Capncity. (in Russian.) B. T Aizenberg § 4 
Gavrilov. Promyehlen ney Enevgettkha” Ctndustrial 
Power}, ¥. 8, Dee. 194m, pe Y-1 
Deseribes new type af intere changeable fuse hav: 
ing up to 20 amps. capacity ino cirenit up fo A 
tity of short circuits. 
ails. Spee 


volts, P iminating the possiti 


Schematic drawings indicate design de 
oiications are tabulated. 
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Title : Design of closed electric networks 
Periodical Elektrichestvo, 9, 82-83, S$ 1954 


Abstract : The author presents some considerations on the current 
distribution in urban networl:s under normal operation and 
under short-circuit conditions. One diagram, 2 references 
(1937, 1953). 


Institution : Leningrad Institute of Engineering and Economics im. 
Molotov 


Submitted : Je 10, 1954 
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TITLE: Honoring the 80th birthday of Mikhail Davidovich Kamenskiy 
SOURCE: Izvestiya vysshikh uchebnykh zavedeniy. Energetika, no. 7, 1965, 130-131 


TOPIC TAGS: electric power engineering, electric engineering personnel, 
' hydroelectric pcwer plant, thermoelectric power plant 


| ABSTRACT: . Or. 19 April 1965 Prof. Dr. Teohn. Sot. Mikhail David- 
ovich Kamenskiy oelebrated his 80th virtihday and the 55th anni-~ 
versary of his active work as a power expert. Mikhail Davidovich 
ie a 1909 graduate of the Petersburg Polytechnio Institute - since 
his graduation he has been asscoiated with this institue, now : 
renamed Leningrad Polyteohnio Institute, as an instructor, He is 
& major solentist and specialist in electric power grids and sys 
tems. He hae been a major contributor tio the establishment of 
the Loningrad Power Grid and various large thermal and hydro- 
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electrio powe) stations and an active paxticipant in the design 
and construoti.on of high- and low-voltage power systems in many 
cities of the Soviet Union. During the iiege of Leningrad in 
World War II he was a member of the Munivipal Party Defense Cone 
mittee. Since the war Mikhail Davidovich has been head of the. 
Chair of Eleat:rio Power Grids and Systems at the Leningrad Poly- : 
technio Instit:ute and has been working on the methods of calou~ . 
lating the econonio regimes of power system operation and on the - 
‘problems of the present-day development of urban power systeus. 
M.D. Kamenskivy has published more than 8) works, inoluding both 


original studies as well as textbooks that are popular in the 
Soviet Union and abroad. He is the chairman of the Seotion on. 
Power Systems and Grids under the Leningrad Division of the Soi- 
entifio and Wsohnioal Division of the Pover Industry and organizer 
of and partiolpant in many soientifio-teshnical conferences and . 
meetings. Hil merits as an eduoator of 1 new sohool of Soviet 
power engineers are equally large.s Orig. art. hes: 1 figure. [JPRS] 
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Author 3 Ayzenberg , B, L., Kand, Tech, Sei, 
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repeat of the readers of the journal Elektrichestvoe in 


Periodical E..ektrichestvo, 9, 84, S 1955 
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. uth 
a report by Academician M, P, Kostenko and the dissliceiod pivice 
names of those participating and the resolutions adopted, = 
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capacity and: efficient radius of acticn. There are no ref- 
erences, ‘ : . 

Starikov, V.G., Candidate of Economic Sciences. Selection of 
Economically Expedient Standard Gages of Overhead Line Conductors 33 


The author ssresses that the existing method of wire gage 
Selection, based on current-density, has serious drawbacks. 
It usually leaves. two neighboring standard gages as an 
optiorial cho..ce, He tries to correct ‘this deficiency by a 
new methed of relative economical characteristies for HV 


transmLasion lines, which determines the propet choice be- 
tween two gases. ‘There are no references, 


Ayzenber'g, B. lu., Docent, Candidate of Technical Sciences. In- 
“vestigation of the Selective Protection of Networks by Safety 
Fuses 
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made a series: of investigations on two sectors of the Lenin- 
grad Hlectric Network, There are 31 Soviet references, 


Ayzenberg, B.L., Docent, Candidate of Technical Sciences. 
Nonferrcus Metal Expenditures in Municipal Distribution Networks 


The author ecmpares "ideal town" conditions with practical 
requirements and supplies the necessary parameter indices for 
nonferraus metal expenditures. There nre 6 Soviet) references, 


- Dmitriyev, V.M., Engineer. Optimum Distribution of Rated Voltage 


Loss Between Low-~and Medium-voltage Networks 93 


The author analyzes the voltage loss purameters of 1940 which 
are still a tat in Soviet construction of electric power 
networks: 6-8% for MV networks and 6% for LV networks. He 
concludes that a certain increase in network losses obtained 
when minimizing nonferrous metal expencitures is permissible. 
There are no references. 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


"APPROVED FOR RELEASE: hte ada CI RDESS. beh nance hab ca 8 


ni 
MEYALS IN CabAN DisTin 


LM baxeasomill, 8 
i Bktink BLY, 


e 
rR te owell- known | that A ving In erbal power Gens is 

ichiayable by ‘Keplaclng angie Inrge>stetion od ibe by cable jintra : 
of siballer section. Hitherto this method was ¢ y ered In-6-10 kV. 
‘eupply.systenti, but tot ts 6-10 kv. aitruton bh : 
because of increased Joa consumption and a 


id Sv. systems, a 
‘CSUs the {harmal 
Petreult curninte 


stability ol the | Section cables: under 
teza tnsuftieleat.’ Since production of 1,7, cabl 
; | Such cables will shortly 
nste"not using. double & hea bi: 
able section is detes re 

rebort-ciroult curre: : 


wrirgental checks ‘on tha’ cael of jremulte, Tho: 

Tmining the cable ‘sections and Bol jctivity Of the fuse —- - 
reseed is Ally conlirased ag reliable tn all th cases considered, - 
(which relur to 8 Hately wide: asia of shoe inert 2 


if 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


BsdiBi dels FOR REFERS: wid Bat CIA-RDP86- i erharh d esieana 5 


SNA ECR Wiig, Fenaida tekhnicheskikh naut, dotsent; DMITRIYEV, V.M., 
inzheneP; KONS'ANTINOV, B.A., kandidat tekhntchea!*h naw, dotseant; 
NIKOQUSOV, S.N., kandidat tekhnichaacixkh nav, 4° out, 


Prinei ples for efficient constructio? of high, oediun and low tension 
electiie natworks for cities, Trudy LIBI no,16:°°-166 159, 
(Blectric power distribution! (MLRA 10:3) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


06/06/2000 CIA-RDP86-00513R000102710011-8 
ED 53 | ES FP oe Ba phe sab pe a ey se ee Eek oh ee Es Pete eg 


EES | | Be eee ae eb ale Bocas aE : 


Beit pes Sak 


AYZEIBERG, B,L., kand, tekhn, nauk, dots, 
GN See, 


Investigating the fuse-protection selectivity of networks, 
(MIRA 11:6) 


LIBI 20.19:43~57 157, 
(Blectric fuses) (Meotrio networks) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


BEPROVER FOR RELEASE: eee: cane ie RDESS: htc serosa eet : 


oo 


AYZEVBERG, 1}.1., kand. tekhn, nauk, dots, 


“maotnit of nonferrous metals used in urban distribution 
Trudy: LIBI no.19:88~92 '57, Gond tise) 
(Nonferrous metals) (Slectric networks } 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


éid states, 


a] Naaene We rd ae ae 


RDP86-00513R000102710011-8 


i PETE Ee SFE 1a 
is + eBags a 


ATES» Holes DMITRIYEV, V.Me; KLEBANOV, L,D.; KONSTANTINOV, BeAs, red,; 
reoeneese tie” KONCHOVICH, D.P., tekhn. red. : 


[Methods for determining and lowering oleotric power losses in 
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poter’ elektroenergii v olektricheskikh setiakh. Pod rad, BA, 

Konstantinova. Jeningrad, 1958. 119 p, (Ieningradskiid inzhenerno- 
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[Municipal electric systems; fundamntals of design and 
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Ayzenberg, B.L., Candidate of Technical 105-50-5=1 7/24 
ces 


Specific Economic Indices of Urban Networks (Udel'nyye 
ekonomicheskiye pokazateli gorodskikh setey) 


Elektrichestvo, 1958, Nr 5, pp. 70-72 (USSR) 


The specific economic indices of urban networks are! 
1.) The consumption of nonferrous metal per 1 kw of the maximum 
power output transmitted in the 6 kv and 10 kw distribution 
network and in the low-voltage network. 
2.) The costs per 1 kw power .utput transmitted in the same net~ 
work. 
The data obtained from the works by N.F.Vikulov (Ref 1), 
B.L.Ayzenberg (Ref 3), V.M.Dmitriyev (Ref 2), and V.A.Kozlov 
(Ref 4) are given ana compared with one another. It is shown that 
the economy of a network system with respect to the consumpticn 
of nonferrous metal can be judged on the basis of projected net- 
works for an “ideal” district of a city. The values given ina 
table may be reconmenied as sandard values for the specific con- 
sumption of the nonferrous me‘ia]. reduced to copper for a 
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rationally constructed electric urban network. There are 
2 figures, 1 table, and 6 referencey ll of which are Soviet, 


ASSOCIATION: Leningradskiy inzhenerno-ekonomicheskly institut ( Leningrad 
Engineering Economics Institute ) 


SUBMITTED: May 9, 1956 
AVAILABLE: Library of Congress 


. Electrical networks--Economic aspects 
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8(3) SOV/112-59-3-4772 
Translation from: Referativnyy zhurnal. Elelirotekhnika, 1959, Nr 3, p 66 (USSR) 
AUTHCR: Ayzenberg, B. L., Dmitriyev, V. M., and Klebanov, L. D, 


TITLE: Methcds for Determining and Reducirg Electric-Energy Losses in Electric 
Networks (Vceprosy metodiki opredeleniya i snizheniya poter! elektroenergii v 
elektrichesitikh setyakh) 


PERIOINCAL: ‘rr. Leningr. inzh.-ekon. in-te, 1958, Nr 21, Pp 120, ilk, 


ABSTRACT: Muthods are examined for deterraining power losses and electric- 


energy loss: on the basis of voltage loases in the networks of various 
configurations; the methcds are considered for determining electric-energy 
losses: (1) in the elementg of a bulk-power system that includes generators, 
step-up and major stepdown substations, and interconnecting lines; (2) ina 
network over 20 kv; (3) ina 6-10-kv network; (4} in a network under | kv; 
(5) in the residential -building wiring end at small consumers. Recommenda.- 
tions are given on the optimum load digtril ution in the esyatem and on loss 
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Methods for Determining and Reducing Electric-Energy Losses in Electric Networks 
reduction ir. various elements of the system. Determination of measuréto 
reduce losses is facilitated by comparing the actual iosses with the losses 


forecast and by analyzing the discrepancies between the two. 
Bibliography: 45 items. 
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KONSTANTINOV, B.A, dotsent, kand.tekhn.nauk; AYZENBERG, 33,L,, doteent, 
kan, tekhn.nauk; KLEBANOV, L.D., kend.tekhn.nault; WIKOGOSOV, S.H., 
dotuent, kand.tekhn.nauk; BARDIN, H.I., inzh.; KOROLEV, V.a., inzh.; 
PRIJITSEV, A.A., inzh.; SOKOLOVA, K,I,, insh.; SHULYAT'YEVA, @.N., 
ingh.; ROZENBERG, B.I., prof., doktor tekhn.nawk [deceased]; BYKOV, 
N.3.,, inzh,; ZBYLIGER, A.N,, insh.; ZABRODINa, A.A., tokhn.red, 


{Corlected information data regarding the power factor (cos y)] 
Sbornik informataionnykh materialov po koeffits/entu moshchnoats 
(coup). Pod red. B.A.Eonstantinova. Moskva, Gos.energ.isd-vo, 
1950, 141 p. (MIRA 12:12) 


lo Jeningrad. Leningradskiy insheserno-ekonomivheskiy institut. 
2. leningradskiy inzhonerno-ekonomicheskiy inat:itut (for Konstanti- 


nov, Ayzenberg, Klebanov, Nikogosor). 3 pho Lenenergo (for 


Barilin, Korolev, Printsev, Sokolova, Shulyat'yeva). 4, Leningradskiy 

politekhnicheskiy institut (for Rozenberg). 5. leeningradskoye ot~ 

deluniye inetituta "Teploelektropr vakt" (for Bikov, Zeyliger). 
(Blectric enginees ing) 
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AYZHNBERG, B.L.; HIKOGOSOV, S.N., otvereds 


[Theoretical principles in the efficient construction of 
urban electric power nets] Teoreticheskie nsnovy ratsional '~ 
nogo postroeniia gorodakikh elektricheskikh se4ni.[ Leningrad, . 
Izd-vo] HIS LIBI, 1959. 146 p. (Leringrad. Leningradskii 
inzhenerno-ekonomicheskii institut. Trudy no.32), 
(MIRA 13:5) 
(Electric networks) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


06/06/2000 
Cl ERCP RE 5 /2a No EGER 


aces 7 citer i a ee 
Baa bee ao ates be Bs 


AYZENBERG, B. L., Doc Tech Sci -- (diss) "Theoretical bases for the 
rational installation of urban electrical networks." Leningrad, 1960. 
28 pp; (Leningrad Polytechnic Inst im M. I, Kalinin); 300 copies; 
price not given; list of author's works on pp 26-28 (50 entries); 


(KL, 17-60, 149) 
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AYZENERG, B.}.., kand.tekhnenauk; NIKOGCSOV, S.N., kand.tekhn.nauk 
~~~" [deceiiged]; KLEBANOV, L.D., kand.tekhn.nauk, red.; KONONOVICH, 
D.P., telkhn ered, 


(Principal problems in the design of municipal electric net~ 

works: Osnovnye voprosy proektirovaniia gorodskikh elektricheskikh 

setei. Gosenergoizdat, 1960. 81 p. (ieningrad. Inahenerno- 

ekonoticheskii institut. Trudy, no.3/;). (MIRA 1435) 
(Electric power dis‘:ribution) 
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Study of the electric load of munic!.pal electric networks. Trudy 
LIEI no.33:20-65 ‘60. (MIRA 14:8) 
(Electric power di/.stribution) 
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: New modification and experience in using a closed electric network. 
Trudy LIEI no.33:124-142 '60. (MIRA 14:8) 
(Electric power jJistribution) 
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New moiification of a closed electric net. Elek.stu. 31 
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(Electric networks) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


_pEEROYee Bees RETEASE: wi Aka ag CES REP SE. ope tenors 2 


MANOS: LOV, Vindimir Yevstaf'yevich; FRENKEL', G.L., prof., zasl. deyatel' 
nauki, doktor med. nauk, red.3 AYZENBERG, B.L., red.; ZHITNIKOVA, 
0.8.5 tekhn. red, omeat MNP Tees 


[Probilems of safety in electrical engineering] Problemy elektrobe- 
zopasnosti, Pod red. G.L.Frenkelia. Moskva, Gos. energ, izd-vo, 
1961. 294 p. (MIRA 14:9) 


1.Chiimme-korrespondent Akademii nauk Kirgizskoy SSR (for Frenkel’). 
(Electric engineering—Safety -neasures) 
(Electricity, Injuries fron) 
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[Efficient power supply for industrial enterprises and 
cond/.tions governing the uso of dee> entrances) Voprosy 
ratsj.onal'nogo elektrosnabzheniia p:romyshlennykh pred- 
priistii 1 usloviia primeneniia gluxokikh vvodov. Le- 
ningrad, 1962, 26 p. (Leningradski:i dom nauchno-tekhni- 
chesi:oi propagandy. Obmen peredovym opytom, Seriia 
Eneryetika, no.9) (MIRA 1633) 
(Electric power distri'mtion) 
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_AYZENBERG,B.L., inzh.; VARDENBURG, A.K., kand.tekhn.nauks GOLOVACHEV, A.S., 
kand,tekhnsnauk; CHERNYAYEV, V.I., Inzh. 


Electric motors with increased vibration and shock resistance. 
Vest,elektroprom, 33 no.2:5558 i? '62, (MIRA 15:2) 
(Electric motors) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


J BEPROVED ast REEESSE cho aed Mcebat CIA-RDP86-00513R000102710011-8 
ee a ane SEER ae 3 BEPCPR SOS | NN FES RPE OO DOREY 0 SERRA EA PERT TEE 


VARDENBURG, A.Ke, xand. «tekhn. punky ATER, , inzh.s KAPLUNOV, 
I. Ya., ing) 


Styrene conpounds. Tents elektroprom. 33 noelZtl4-16 B "62. 
ee 


(MIRA 15312) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


"APPROVED FOR RELEASE: 06/06/2000 CIA-RDP8 


of REARS FES OE BERLE 
E See ee oe = 


6-00513R000102710011-8 
ates BSP ET ESAT oAP ESB SEE A TS EYER STE 


ota 


a 


AYZENBIERG, Bla, 
en ne NS Se, 
Use of closed-loop distritution networks pan aera eg 
r} r of industrial enterprises. Elektrichestvo no.l 
aa ee ; (MIRA 16:2) 


1. Leningradskiy inzhenerno-ekonomickeskty institut. 
(Electric power distribution) 
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KAMENSKIY, N.D., doktor tekhn, nauk, prof.s AYZENBERG, B.L,, doktor 
telhn, nauk, prof, pervemuemtionnaenDi 2 8 P_. 


Review of S,D. Volobrinskii, MV. Kudriavtsev, and V.N, 
Stiepanov's book "Electrical netwo:ks and power systems," 
Elektrichestvo no.11:88-89 N '63,, (MIRA 16:11) 
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Economie indices of deep entrances. Ibid.:64-72 
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Calcalation of the selectivity of the protection system of 
medi m-voltage power distribution networks, Trudy LIEI 
noe4:ls109-114 '62. (MIRA 1736) 
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Newt inedification of selective-systen type fuse inserts, Trudy 
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1. toningradskiy inzhenerno~ekonomicheskiy institut (for Ayzenberg), 
2, Leningradskaya kabel'naya set' (for Trofimov). 
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(MIRA 1736) 
1. Lerndingradskiy inzhenerno-ekcnomi sheskiy ins=uitut. 
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Professar M.D.Kamenskiis on his 80th birthday, Elektrichestvo no.7?; 
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AYZENBERG,, Bel. 


Fourth Scientific and Technological Session on Municipal 
Elactrical Networks. Trudy LIEI no.51:282-294 '64. 


Uso of probability methods in studying the operation of 
electrical networks. Ibid, :326-330 
(MIRA 18:11) 
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ORG: {Ayzenberg, Dmitriyev, Klebanov, Sharova] LIEI im. P. Tol'yatta; [Berkhman] 
Lengiproinzhproye kt 5 . 


TITLE: ‘Ingineering-economic reasons for the choice of the typ2 of energy for - 
household’ consungtion in the cities of the USSR 


SOURCE: Elektrichestvo, no. 11, 1965, 71-75 a 
TOPIC TAGS: electric power preduction, economits, electric industry 


ABSTRACT: The dupartment of electric energy of LISI (Leningrad Engineering- 
‘Economie Institwse) carried out over a number cf yearn investigations of the. . 
specifica needs o:’ household and communal consurers of electricity. These 
studies resulted in the establiishment of standards of consumption of electric 
energy fior the vurious regions end various types of consumern (Udel 'nyye 

“elektrozotreblenilya na zhilishchno-bytovyye 1 kommunal'nyye ouzhdy nagruzki na | 
i perspextivnyy period po rayonau SSSR [Specific norms of needs for electricity of 
‘household and conminsl consumers and specific loadsa for the projected period 
according to the rayons of the USSR/, Trudy LIEI-LigNf0EP (Reporte of the 
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LIEI-LENIOEP), No 51, 1964), In particular, their enlculated average for the 
entire Scviet Union 43 1740 kwh per year per person. There is, however, no 
uniform view on this problem and the conference for electirification of house- 
holds held in 1961 recommended the edoption of @:,000 KWh per yeax per person. 
‘os the umber to ‘pe used in the planning of futire needs. The authors of thia 
article take issue with this and other such figures which they consider 
exaggerated, and after an extensive discussion centering incstly on the gas 
‘versus electricity controversy show thet 1) the engineering-economical calcu- 
lations indicate that {n al), regions which can yrocire natiual gas the use 
of gas fcr cooking is undouttedly less expensive; 2) flow type water heaters 
cannot scmpete with any type of gas water heatirg (natural or artifically pro= | 
duced gas); 3) rayons in the Soviet Union whick. do not need air-conditioning 
‘cannot lacpe to satisfy economically their needs for heat ‘by means of eleo-| 
tricity (except for rayons which have en ample supply of inexpensive hydro- 
electrin power, od where fiiel 1s expensive on account of traiasportation diffi-: 
culties). Orig. urt. has: 2 tables. [JPRS] ; 
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(Power presses ) 


APPROVED FOR RELEASE: 06/06/2000 CIA-RDP86-00513R000102710011-8" 


"APPROVED FOR RELEASE: 


[nce tbe ye fee ie PRRs BS 


See | a ea ee 


06/06/2000 CIA-RDP86- 


BOSE TR MSGS Y 7 BES (a |} BES PIERS 
A Tad) WR 


00513R000102710011-8 


Tcl powdd os pole tis pur nars Gatiere Mele teres 
Te ae ae Se ee ee 


AYZENMIN, B.Ye. [Aizenman, B,IU.]; SHVAYGER, M,O. [Shvaiher, M.0.]; 
MANDRIK, T.P, [Mandryk, T.P.]; BREDIKHINA, A.N. 
[Bred:ikhina, A,M.J]; KIPRIANOVA, Ye.A. [Kiprianova, 0.A.] 


Compa:sigon of certain methods for the initial selection of 
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1. Institut mikrobiologii AN UkrSSR. 
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Standard furniture is needed. Standartizgalsiin ov m6e64255-56 
Ap 'o, (HIRA 18:7) 
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AYZENBERG, D.M. (Moskva); TEYS, R.V., doktor khim.nauk (Moskva) 


Controversy about heavy water. Friroda 55 no.1:108&-109 
Ja '66. (MIRA 19:1) 
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~._AYZENHERG >, Crm - 


Repressntatives of the genus Isogramma Meek et Worthen from the 
Lower Sarboniferous of the Donets Basin and other regions in the 
Ukrains. Trudy Inst. geol. nauk AN UFSR Ser. strat. i paleont. 
NOABELAAH153 "64 (MIRA 1831) 
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SHAY ZENBERG, D.Yue GARD PHYSICOMATH SCI. 


Dissertation: "Deformation of Thick Plates." 


30 June LY 
Sci res Inst of Mechanics, Moscow Order of Lenin State V imeni .V. Lomonosov. 


GO Vecheryaya Maskva 


Sum 7} 


eke fhe sid Beak ieee Bee 
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AYZTNEPRS, F. S. 


Ayzenberg, F, S. "Refective conclusion of therapeutic pneu- 
mothorax in pulmonar, tuberculosis," Trudy Kazansk. gos 
in-ta usovershenstvovaniy vrachey im, Lenina, Vol. XI, 

1949, (In index: 194.3), p. 136-62. 


SO: U-3736, 21 May 53, (Letopis 'Zhurnal 'nykh Ststey, No. 17, 19h9). 
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AYZENBERG, (:., starshiy inzhener 


Constrmection on the "Rassvet® colluctive farm, Sel, stroi, n0.5325= 
o7 By "626 (MIRA 15:7) 


le Institut Rosgiproseltkhozstroy, 
(Radicnovostlesvetay District—Farm buildings) 
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Pcie le te a 


AYZENBERG, G. 
at 
~ Installation of pile foundations, Sel'.stroi. no.l1:1l-12 N 
62, (MIRA 15212) 


1. Starshiy inzh, instituta Rosgiprosel'khozstroy Ministerstva 


proisvodstva 1 2zagotovok sel'skobhozyaystvennykh produktov RSFSR. 
(Farm buildings) (Piling (Civil engineering) ) 
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MIKHALCHENKOV, M.5 BUKREYEV, P.s AYZENBERG, G. 


; 
Cow ban with a span of 18 m, without interior colums,. 
Sel', atroi. 18 n0.5#26-27 My '63. (MIRA 16:6) 


1. Dirsktor instituta Rosgiprosel'khozstroy (for Mikhalchenkov). 
2, Nacal'nik tekhnicheskogo otdela instituta Resgiprosel'— 
khozstiroy (for Bukreysv). 3. Institut Rosgiprosel'khoastroy 
(for Aysenberg). 

(Dairy barns—Design and constructior:) 
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